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Central Intelligence Agency 
Office of the Deputy Director for Intelligence 


DDI #01193-86 
11 March 1986 


Dean Graham Allison 

John F. Kennedy School of Government 

Harvard University 

Cambridge, Massachusetts 02138 


( ) I appreciated your note of March 3rd. 
Enclosed is a copy of the text of my speech. 
You may use it in any appropriate way you 
see fit. 


Regards , 


Robert M. Gates 

Deputy Director for Intelligence 


STAT 


DDl/RMGates j 

DISTRIBUTION: (w/incoming) 

0 - Addressee 

1 - DDI Registry 
1 - DDI Chrono 
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(revised version of speech) 
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DDL- 


79 John F. Kennedy Street 
Cambridge, Massachusetts 02138 
(617) 495-1122 


March 3 , 1986 


Dr, Robert Gates 

Deputy Director for Intelligence 
Central Intelligence Agency 
Washington, DC 20505 

Dear Bob : 

Just one more thought. Several people have asked me whether 
the text of your speech was published. It was a terrific address. 
The excerpts in the Times did not cover the full body of the text. 

Can we get a copy of the full text? It is, I presume, 
available for publication. Have you sent it anywhere? Shouldn't 
we ? 


Yours sincerely, 





Graham Allison 
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